YERUSHALMI SUKKAH 


CHAPTER ONE 


1:1 


[A] [51c] A sukkah which is taller than twenty cubits is invalid. 
[B] R. Judah declares it valid. 

[C] And one which is not ten handbreadths high, 

[D] one which does not have three walls, 


[E] or one, the light of which is greater than the shade of which, 
[F] is invalid. 


[1:1 A] 


[B] 


[C] 


[The following discussion serves M. 1:1A: A sukkah which is taller 
than twenty cubits is invalid. R. Judah declares it valid, and also 
M. Er. 1:1A: The entry to an alleyway which is taller than twenty 
cubits must be lowered. R. Judah says, “It is not necessary to do 
so; (it is valid to serve as a doorway and so symbolically to link the 
dwellings within into a single domain for purposes of carrying on the 
Sabbath).”] R. Yosé stated what follows without specifying the name 
of an authority; R. Aha [said it] in the name of Rab: “Rabbis derive the 
requisite dimensions from the analogy of the doorway of the Temple 
building, and R. Judah, from the measurements of the doorway of the 
Porch (ulam) leading to the interior of the Temple.” 


If the measurement derives from the doorway of the Porch, then it 
should be sufficient even if it is forty cubits high. 


For we have learned there: The entrance to the Porch was forty 
cubits high. and its breadth was twenty cubits [M. Mid. 3:7A]. 


[D] R. Hiyya taught: “[It is valid in Judah’s view] even if it is forty or 
fifty cubits high.” 


[E] Bar Qappara taught, “[It is valid in Judah’s view] even if it is a 
hundred cubits high.” 


